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DRAFTED BY A/SY/T: JFPERDEW:PH 
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R 152105Z MAY 75 
FM SECSTATE WASHDC 
TO AMCONSUL HONG KONG 

UNCLAS STATE 1 13608 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: CONCORD CCTV SYSTEMS 
REF: HONG KONG 5184 
FOR RTC 

1. DYNAMIC RANGE OF NORMAL OR LOW LIGHT LEVEL CCTV SYSTEM 
(MARK II) IS MANUALLY CONTROLLED FROM THE CONTROL UNIT TYPE 
CBMZ. 

2. ONLY THE DAY/NIGHT SYSTEM HAS CIRCUITRY FOR AUTOMATIC 
IRIS CONTROL. THE MARK II CAMERA DOES NOT HAVE THIS AUTO- 
MATIC IRIS CONTROL. KISSINGER 
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